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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 108499 

61 

ORIGIN COME-OO 

INFO OCT-01 EA-07 NEA-09 ISO-OO EB-05 RSC-01 /023 R 
66614 

DRAFTED BY: OED/EID/BC&OV: DJGRIMM 
APPROVED BY: EB/OCA/REP: LHPOMEROY 
EA/EP: RWHITE 

017656 

R 232058Z MAY 74 
FM SECSTATE WASHDC 
TO AMEMBASSY BANGKOK 
AMCONSUL HONG KONG 
AMCONSUL MADRAS 
AMEMBASSY SEOUL 
AMEMBASSY SINGAPORE 
AMEMBASSY TAIPEI 

UNCLAS STATE 108499 

EO 11652 NA 

TAGS: BTRA, TH, HK, IN, KS, SN, TW 

SUBJ: EDWARD J. OIIF.LPA. V.P., FAR EAST SALES & MARKETING, NEW 
ENGLAND LAMINATES CO. INC., P.O. BOX 782, LOS ALAMITOS, 

CALIF. 

ITINERARY: SEOUL JUNE 7-12, STAYING SEOUL TOKYO; TAIPEI 
JUNE 12-19, TAIPEI HILTON; HONG KONG JUNE 22, LEE GARDENS 
INTERCONTINENTAL; BANGKOK JUNE 22-25, SIAM INTERCONTINENTAL; 
BANGALORE JUNE 25-28; SINGAPORE JUNE 28-JULY 3, SINGAPURA 
INTERCONTINENTAL. 

PURPOSE: EXPLORE FAR EAST MARKET POTENTIAL FOR COPPER CLAD 
GLASS EXPOXY LAMINATES FOR THE PRINTED CIRCUIT BOARD INDUSTRY. 

ASSISTANCE REQUESTED: IDENTIFYING AND SETTING UP APPOINTMENTS 
WITH SALES AGENTS AND/OR DISTRIBUTORS, AND END USERS OF 
FIRMS PRODUCTSd.E. TELEVISION, RADIO, DATA PROCESSING, 
TELECOMMUNICATIONS INDUSTRIES, ETC.) 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 108499 

REMARKS: NEW ENGLAND LAMINATES CO, INC., A LEADING MANU- 
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FACTURER OF COPPER CLAD EPOXY GLASS LAMINATES, IS LISTED 
IN THE DUN & BRADSTREET REFERENCE BOOK. SUBJECT FIRM IS A 
WHOLLY-OWNED SUBSIDIARY OF PARK ELECTROCHEMICAL CORP., GREAT 
NECK, N.Y. WHICH IS LISTED IN THE DUN & BRADSTREET MILLION 
DOLLAR DIRECTORY. ALL APPROPRIATE ASSISTANCE 
APPRECIATED. 

RUSH 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 23 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 08499 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OED/EID/BC 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 30-01 82 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740522/aaaaatkl.tel 

Line Count: 68 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 OCT 2002 by boyleja>; APPROVED <08 JAN 2003 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EDWARD J. GUELPA, V.P., FAR EAST SALES & MARKETING, NEW ENGLAND LAMINATES CO. INC., P.O. BOX 782, LOS ALAMITOS 
TAGS: BTRA, TH, HK, IN, KS, SN, TW 
To: BANGKOK MULTIPLE 
Type: TE 
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